Department of Procurement Services 
CITY OF CHICAGO 


July 12, 2019 

Matt Chapman 
MuckRock News 
DEPT MR 76234 
411A Highland Ave. 
Somerville, MA 02144-2516 


Sent via email: 76234-08268376@reauests.muckrock.com 
Dear Mr. Chapman: 

On behalf of the Department of Procurement Services (DPS), I am responding to your June 28, 
2019 Freedom of Information Act (FOIA) request wherein you state: 

"A copy of all RFPs and specifications which contain the phrase "gait analysis". 

If no such records exist, then please run the same search for "gait"." 

Regarding your request, the Department of Procurement Services possesses no responsive 
documents. 

Sincerely, 



Shiovhan Boykin 
DPS FOIA Officer 
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